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E.O. 11652: N/A 
TAGS: ABLD, ASEC 

SUBJECT: PROPOSED ADDITIONAL WIRING AND ELECTRIC POWER, 
PROPERTY 01284 

REF: MOSCOW 17405 

1. NOTED EMBASSY REPORTS THAT WHILE IT WILL BE OPERATING 
CLOSE TO ELECTRICAL CAPACITY THERE IS NO ACTUAL NEED AT 
PRESENT TIME FOR HEAVIER WIRING COSTING DOLS. 2,000 OR 
FOR ADDITIONAL ELECTRIC POWER COSTING DOLS. 20,270 AS 
PREVIOUSLY PROPOSED, BUT THAT THE REQUEST WAS BASED ON 
POSSIBLE FUTURE REQUIREMENTS. 

2. RECOGNIZE DIFFICULTY TO OBTAIN ADDITIONAL ELECTRIC 
POWER FROM SOVIETS ON SHORT NOTICE IN EVENT SUCH NEED 
SHOULD ARISE IN FUTURE. HOWEVER, IN LIGHT HEAVY DEMANDS 
ON LIMITED AVAILABLE FBO FUNDS FOR HIGH PRIORITY REQUIRE- 
MENTS ELSEWHERE THIS FISCAL YEAR, IT DOES NOT APPEAR SUCH 
EXPENDITURE CAN BE JUSTIFIED AT THIS TIME. 

3. EMBASSY SHOULD SUBMIT FULL DETAILS AND JUSTIFICATION 
FOR ANY HEAVIER WIRING OR ADDITIONAL POWER REQUIREMENTS 
LIMITED OFFICIAL USE 
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FOR REVIEW AND CONSIDERATION AT SUCH TIME THAT A NEED 
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FOR SUCH IMPROVEMENT ACTUALLY DEVELOPS. INGERSOLL 
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